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Background: Venous malformation in the pediatric popu- 
lation can present with pain, bleeding, or a debilitating de- 
formity that can be difficult to manage. Sclerotherapy, sur- 
gery, and more recently, long pulsed neodymium-doped 
yttrium aluminum garnet (Nd : YAG) laser have been used 
with variable success rates. Objective: Our aims and 
objectives, were to identify the specific group of patients that 
would benefit from this treatment. Methods: A prospective 
clinical trial was carried out with 59 consecutive patients. 
The treatment criteria included a large facial deformity and 
painful or bleeding lesions. One to three treatments were 
administered at 6 ~ 8-week intervals. Results: A total of 59 
patients were treated. The average follow-up was 24 months. 
All patients achieved good to excellent results in pain and 
bleeding control as well as in the reduction of the size of 
lesions in the lip and oral mucosa. The treatment however, 
is not effective in reducing the size of large, relatively high- 
flow lesions in the limbs. Complications from treatment in- 
clude skin blistering (n = 4), ulceration (n=4), and subse- 
quent hypertrophic scarring (n = 3). Three patients had parti- 
al recurrence after a 3-year follow-up. Conclusion: Complex 
venous malformations cannot be cured but can be symp- 
tomatically controlled with the long-pulsed Nd : YAG laser 
treatment. The treatment satisfaction is high, and there is a 
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small but definite risk of scarring from treatment. (Ann 
Dermatol 26(4) 474-477, 2014) 
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INTRODUCTION 



Venous malformations (VMs) are the most common type 
of congenital vascular malformations affecting 1 %^4% of 
the population. They consist of a flattened endothelium 
exhibiting slow turnover due to the lack of smooth mus- 
cle. Although they are present at birth, they may not be 
detected until years later. These lesions may be present in 
the skin, mucous membrane, or in any other organ. Most 
VMs are asymptomatic, and as such, treatment is not ne- 
cessary. However, in a small proportion of patients, VMs 
can present with recurrent pain due to thrombophlebitis, 
and swelling interfering with normal functions. Sclero- 
therapy, surgery, and, more recently, long pulsed neo- 
dymium-doped yttrium aluminum garnet (Nd : YAG) laser 
have been used for the treatment of VMs, with variable 
success rates. 

Sclerotherapy is widely used as a treatment alone or as an 
adjunct to surgery. This method of treatment ultimately 
causes endothelial disruption and coagulation, followed 
by an intense initial inflammatory reaction, resulting in 
fibrosis of the VM and contraction of the lesionV Success 
is largely dependent on the experience of the intervention 
radiologist, and also on the extent and flow rate of the 
vessels. Surgical treatment is sometimes used for smaller 
lesions. Complete surgical excision is often difficult be- 
cause of either the extent of the lesions or the recurrence 
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of adjacent abnormal vessels\ 

Long-pulsed Nd : YAG laser has gained popularity for the 
treatment of small- to medium-sized vessels. The advan- 
tage of this laser over other shorter-wavelength lasers is 
that it penetrates deeper, as it has weaker melanin absorp- 
tion. In addition, with its longer pulse duration, it is more 
likely to heat the vessels slowly and uniformly, which 
allows sufficient vessel damage to cause coagulation but 
avoids vessel rupture, subsequent purpura, and possible 
postlaser hyperpigmentation. It is, however, not clear from 
published data if such a treatment will provide long-term 
symptom relief and the types of VMs that will respond 
better. 

The aim of this study was to examine the efficacy of 
long-pulsed Nd : YAG laser for the treatment of VMs in 
the mucosa and in the upper and lower limbs. We aimed 
to examine the effects of treatment in terms of symptom 
relief and improvement in cosmetic appearance as well as 
patient satisfaction after treatment. We also examined the 
long-term efficacy of treatment. 

MATERIALS AND METHODS 

This was a prospective study with local ethical approval. 
All children with VMs who met the treatment criteria were 
treated with long-pulsed Nd : YAG laser. The long-pulsed 
Nd : YAG laser used in the study was Gentle YAG 1064 
produced by Candela (spot sizes 8^12 mm, pulse width 
50 ms, and power levels 80 ^ 1 00 J). 
The treatment criteria included any of the following: fun- 
ctional impairment, large facial deformities, and painful or 
bleeding lesions. Either magnetic resonance imaging or 
ultrasonography was used to determine the extent of the 
VM in all cases. Demographic details were collected be- 
fore the commencement of treatment. Additional treat- 
ments before long-pulsed Nd : YAG treatment, which had 
not been successful, were also recorded. 
All patients received 1 ~3 treatments that were delivered 
in 6 ^8-week intervals, under general anesthesia as day- 
case procedures. 

Clinical efficacy was evaluated subjectively (degree of 
pain, functional improvement, and cosmetic improve- 
ment) and objectively (size and discoloration of the 
malformation). The results were graded as excellent when 
there was 75% ~ 100% improvement and good if there 
was 50% ^ 75% improvement The efficacy was evaluated 
for different patient groups, i.e. those with mucosal lesions 
and those with limb lesions. Any adverse effects from 
treatment were also recorded. 



RESULTS 



A total of 59 patients with VMs were treated in this study. 
The mean age of patients was 12.3 years (range, 2^18 
years). The patients were predominantly girls (81.3%, 48 
of 59). The average follow-up period for these patients 
was 24 months (range, 6 months to 9 years). The distri- 
bution of the VM was as follows: head and neck (23 of 59), 
17 of which were on the mucosa; upper limb (15 of 59); 
lower limb (1 8 of 59); chest wall (3 of 59). 
Before long-pulsed Nd : YAG laser treatment, 32 patients 
had received multiple other treatments with the candela 
595 nm pulsed dye laser (PDL) and/or sclerotherapy. 
These treatments had not been successful. 
The mean fluence used for upper-limb VMs was 87.5 
J/cm^; for the lower limbs, 85.7 j/cm^; and for mucosal 
lesions, 86.9 j/cm^. The pulse width used was 50 ms for 
all lesions. The average number of treatments in the upper 
and lower limbs was 3.4 compared with 3.1 for mucosal 
lesions. 

In the objective assessment for the upper and lower limb 
groups, 18% (6 of 33) of patients had excellent results, 
27% (9 of 33) had good results, and 55% (18 of 33) had 
no change in their VMs. For the mucosa group, 28% (5 of 
18) had excellent results, 56% (10 of 18) had good results, 
and 1 7% (3 of 18) had no improvement. 
In the subjective assessment of treatment efficacy, 72% of 
patients responded positively and thought their treatment 
was worthwhile; they said that they would undergo the 
laser treatment again. Sixty-seven percent of these patients 
underwent treatment for VMs on their mucosa. All pa- 
tients who said they would not undergo treatment again 
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Fig. 1. (A) Mucosal lesion (palate): pretreatment with long-pulsed 
neodymium-doped yttrium aluminum garnet (Nd : YAG) laser. 
(B) The same lesion after treatment with long- pulsed Nd : YAG 
laser. 
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Fig. 2. (A) Lesion in the right thigh: pretreatment with long-pulsed neodymium-doped yttrium aluminum garnet laser. (B) The same 
lesion in the right thigh: posttreatment. 




Fig. 3. Ulceration to the medial malleolus after the neodymi- 
um-doped yttrium aluminum garnet laser treatment. 



(28 7o) had received treatment for VMs on their upper or 
lower limbs (Fig. 1). 

Thirty-one of 33 patients with upper- and lower-limb le- 
sions had a previous unsuccessful treatment before long- 
pulsed Nd : YAG laser treatment, i.e. sclerotherapy or 
PDL. After the long-pulsed laser treatment, 55% (1 7 of 31) 
of those patients with previous treatment experienced no 
change. Twenty-six percent (8 of 31) of patients with 
previous treatment had good results, and 19% (6 of 31) 
had excellent results. Half of the patients with mucosal 
lesions (9 of 18) did not undergo prior treatment; how- 
ever, from those who did (9 of 18), 11% (1 of 9) had no 
change, 78% (7 of 9) had good results, and 1 1 % (1 of 9) 
had excellent results (Fig. 2). 

The overall complication rate of the long-pulsed Nd : YAG 
laser treatment was 20% (12 of 59). Skin blistering accou- 
nted for 10% (6 of 59) of the patients treated; 3 patients 



showed blisters on the lower limb, 2 patients showed bli- 
sters on the upper limb, and 1 patient showed blisters on 
the mucosa. Ulceration (Fig. 3) occurred in 13.4% (4 of 
59) of the patients treated; 2 experienced ulceration on the 
upper limb, 1 experienced ulceration on the lower limb, 
and 1 experienced ulceration on the mucosa. Two of 59 
patients (3.4%) developed hypertrophic scarring after the 
ulceration; 1 patient developed scarring in the upper limb 
and 1 developed scarring in the lower limb. 
Overall, 83% (10 of 12) of the complications occurred in 
either the upper or the lower limb. Mucosal lesion com- 
plications accounted for 1 7% of the total number. 
The overall recurrence was defined on the basis of 
patients whose symptoms had improved (good or exce- 
llent results) but subsequently recurred. Fifteen patients 
had good or excellent results in the limbs, and 4 had a 
recurrence (26%). In the mucosa group, 1 patient out of 
15 who were treated successfully experienced a recu- 
rrence (7%). 

DISCUSSION 



Treatment of VMs is largely symptomatic in most patients. 
It is important that the treatments administered are effec- 
tive in improving the symptoms of the malformation in the 
medium or long term, with little adverse effects. It is also 
important to know which subtypes of patients respond 
best to treatment. 

We assessed the efficacy of the treatment of VMs with 
long-pulsed Nd : YAG laser in terms of symptom relief, 
i.e. pain, and also the cosmetic appearance of the lesions. 
We found that almost all lesions in the lip and oral mu- 
cosa were treated successfully. The treatment was, how- 
ever, proven less effective in reducing the size of large. 
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relatively high-flow lesions in the limbs. Our results are 
comparable to most of the published results, for example, 
those of Rebeiz et al.^ who reported successful treatment 
in most of their patients with head and neck VMs, with 
minimal morbidity. In addition, Scherer and Waner^ re- 
commend the Nd : YAG laser treatment as a first measure 
for VMs in the face and neck. Patients in both the limb 
and mucosa groups who complained of pain as their main 
symptom all showed good improvement. 
When comparing the treatment efficacy of the different 
groups of patients, we observed a clear difference bet- 
ween the treatment of mucosal lesions and limb lesions. 
Patients with mucosal lesions generally responded very 
well to treatment, whereas patients with relatively high- 
flow malformations on the limbs rarely did so. 
The difficulty in treating VM in the limbs is evident from 
other studies that used different modalities such as 
sclerotherapy. Rautio et al.^, Mendonca et al."^, and Tan et 
al.^ all reported that when sclerotherapy was used to treat 
lower-limb VMs, the success rates were lower, and the 
symptoms were likely to remain unchanged after treat- 
ment, or they were likely to recur after a temporary treat- 
ment. Their hypothesis that the effectiveness of treatment 
is diminished because blood pooling occurs constantly in 
dependent areas, causing engorgement, and dilatation of 
the malformations may be among the reasons why long 
pulsed Nd : YAG laser is less successful compared to the 
treatment of mucosa lesions. 

All of our patients received simultaneous cooling during 
treatment to reduce cutaneous complications. Despite this 
effort, our overall complication rate was 20% (12 of 59), 
comprising blistering, hypertrophic scarring, and ulcera- 
tion. Most of these complications followed the treatment 
of the lower or upper limb. The head and neck lesions in 
our patients accounted for 3.4% of the complications in 
the total number of patients. Similarly, Scherer and Waner^ 
reported a <5% complication rate in patients with head 
and neck lesions. 

Our high recurrence rate of 26% on the limbs as well as 
the overall complication rate of 20% emphasize the nece- 
ssity for treatment to provide long-term benefits, especially 
in treating asymptomatic cases in the hope of gaining 



cosmetic improvement. From the current literature, Groot 
et al.^ report short follow-up periods of 6 months, and 
Ulrich et al.^ report a limited number of cases (n = 5). Both 
parameters must be substantially increased to draw defi- 
nitive conclusions for the long-term efficacy of long- pul- 
sed Nd : YAG laser for treating VMs, especially in the limbs. 
In conclusion, long-pulsed Nd : YAG laser is an effective 
treatment of mucosal VMs. Most of the patients in our 
study found the treatment to be successful and would opt 
for it again if need be. Owing to the high risk of com- 
plications of the treatment, we feel that this treatment sh- 
ould be offered to a selective group of patients and should 
be carried out with caution. Further study will help in 
establishing the best parameters to achieve better results, 
with minimal complications. 
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